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AR Nee | 7100 | ere | ESO | ee | 4 | ae 


BACK BAY LINE L1003[L1143] L101 | L300 | L455 LINE | LINE | L940 [L1101|L 1236 
SOUTH STATION 615 | 650 | 709 | 741 | 759 | 840 | 854 | 925 | 1008 | 1148 | 106 | 305 5 00 705 | 845 | 945 | 1106 | 1241 


Outbound from South Station 
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703 733 795 735 707 709 711 713 725 727 729 731 
AM. | AM. | AM. | AM. | AM. | AM. | PM. pM. | pu. | pM. | pM. | pm. | pM. | pM. | pM. | PM. | PM. PM. 
BACK BAY VIA 800 1250 | 400 | 425 | 450 | 515 [| 545 | 620 | 740 | 855 | 1040 | 1155 
LINE = |---| 437 [| 503 | -- | 559 | --- | —~ --_| 1052 [| — 
| -- | | =-- | 936 | | 258 _| 
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Hyde Park 

Readville 

Endicott 

Dedham Corp. Center 
Islington 

Norwood Depot 
Norwood Central 
































Plimptonville 

Walpole 

Norfolk 

Franklin/Dean College 
Forge Park/495 


























Train No. Saturday 
Train No. Sunday 


Train No. Saturday 
Train No. Sunday 


Forge Park/495 








Notes: 

This schedule is effective from Monday, 
February 9 2009, and replaces the schedule of 
October 27, 2008. 

Times shown in this schedule are train departure 
times; customers are asked to arrive at the station 
platform in time for a prompt departure. 
Holiday service - Trains will operate on a Saturday 
or Sunday schedule on the holidays indicated 
below: 

Saturday service: President’s Day and 4th July 
(train no. 1719 may be held for 45 minutes after 
the conclusion of the 4th of July fireworks). 
Sunday service: New Year's Day, Memorial Day, 
Labor Day, Thanksgiving Day and Christmas Day. 


Times in red indicate an f stop - Passengers must 
notify the conductor that they wish to get off at 
these designated stations. Passengers who wish to 
board at these designated stations must be on the 
platform in full view of the engineer. 


Times in blue indicate an L stop - This is a 
regular stop to discharge or pick up passengers, 
however the train may leave ahead of schedule. 


VIA FAIR - operates via the Fairmount line between 
Readville and South Station. See the Fairmount line 
schedule for all stops. 


@NS Bicycles are allowed on trains with the 
bicycle shown above the train number. 
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